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: Seventh Avenue and Twelfth Street Brooklyn, N. 











ART AND DECORATION 
IN LIGHTING © 
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Artistry and harmony are combined with expert 
light giving, in the lighting fixtures illustrated in 
this catalog, with most interesting treatments 
in up-to-date classical or modern designs that 
will lend that touch of decoration and lighting 
comfort to the interior that helps 


to make a house a home. 





Digitized by the Internet Archive 
in 2022 with funding from 
Columbia University Libraries 


https://archive.org/details/stylebooknumber100glob) 
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No. 1200 
| Light 
Length 36" Spread Overall 9" 


No. 1201 
| Light Bracket 
Back 334" x 9I/." Extends 7"' 


No. 1203 
7 Lights 
Spread Overall 16" 


No. 1204 
3 Lights 
Length 14l/," Spread Overall 15" 


No. 1205 
5 Lights 
Lights controlled by triple action switch in- 


serted in bottom knob controlling 2 lights, 
3 lights or 5 lights simultaneously. 


Length 40" Spread Overall 20" 


No. 1206 
5 Lights 
Length 18" Spread Overall 20" 


These fixtures are finished in English Bronze 


and Gold or Empire White and Gold, 


equipped with Monax color fluted glass 


shades. 


Note: When ordering please state finish 
desired. 


No. 1203 


No. 1200 





No. 550 
No. 553 


No. 550 No. 554 
| Light 3 Lights 
ad Overall 8!/." Length 14" Spread Overall 15" 


No. 556 

5 Lights 
action switch Length 17 Spread Overall 19" 
controlling 2 
imultaneously. 
Oread Overall 19 
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No. 1191 







No. 1190 





No. 1193 


No. 1196 ; No. 1197 


No. 1191 No. 1192 
| Light Bracket | Light 
Back 3!4," x 6" Extends 6!/." Length 13" Spread Overall 8" 
ent No. 1190 
eh | Light 


e \/,'" e \ " ength 16!" Spread Overal 
Depth 5!/ Spread Overall 10 Length 32" Seren Overall 80 Length 16!/, Spread Overa 


No. 1195 No. 1197 
5 Lights No. 1193 x 2 Lights 
Lights controlled by triple action switch 3 Lights Bottom lights contro 


ed by triple a 
inserted in bottom knob controlling 2 Length 40" Spread Overall switch in 
lights, 3 lights’or 5 lights simultaneously. outer 5 lig 


Length 40" Spread Overall 20'' Length 40" 





No. 450 
| Light 
Length 36" Spread Overall 9!/' 


No. 451 
| Light Bracket 
Back 5/4" dia. Extends 6l/,' 


No. 455 
5 Lights 


Lights controlled by triple action switch in 
serted in bottom knob controlling 2 lights 


3 lights or 5 lights simultaneously. 


Length 40" Spread Overall! 19' 


No. 456 
5 Lights 
Spread Overall 19" 


These fixtures are finished in English Bronze 
and Chromium or Empire White and Gold, 
equipped with Habana Tan glass shades. 


Note: When ordering please state finish 


desired. 





No. 1180 
| Light 
Length 32" Spread Overall 9" 






Nout hee No. 1186 


No. 1181 
| Light Bracket 
Back 5" dia. Extends 7" 


No. 1183 
3 Lights 
Length 40" Spread Overall 16" 


No. 1184 
3 Lights 
Length 13!/" Spread Overall 16" 





No. 1185 
No. 1185 


5 Lights 
Lights controlled by triple action switch in- 
serted in bottom knob controlling 2 lights, 
3 lights or 5 lights simultaneously. 


Length 40" Spread Overall 20" 


No. 1186 
5 Lights 
Spread Overall 20° 


These fixtures are finished in English Bronze 
and Gold or Empire White and Gold, 
equipped with champagne cased glass 


No. 1180 


shades. 


Note: When ordering please state finish 
desired. 


No. 1183 ’ 





No. 1261 


No. 1263 


No, 1264 






No, 1260 





No. 1260 
| Light 
Length 32" Spread Overall 9" 


No. 126I 
| Light Bracket 
Back 5" Dia. Extends 6" 


No. 1262 
| Light 
Length 16" Spread Overall 9" 


No. 1263 
sibghis 
Length 40" Spread Overall 15" 


No. 1264 
3 Lights 
Spread Overall 15" 


No. 1265 

5 Lights 
Lights controlled by triple action switch in- 
serted in bottom knob controlling 2 lights, 
3 lights or 5 lights simultaneously. 


Length 40" Spread Overall 20" 


No. 1266 
5 Lights 
Length 16" Spread Overall 20" 


These fixtures are finished in English Bronze 


and Chromium or Empire White and Gold. 


Equipped with champagne cased glass. 


Note: When ordering please 
desired. 


No. 1211 
| Light ‘Bracket 
Back 3!/44" x 6" Extends 7" 


No. 1213 
3 Lights 
Length 40" Spread Overall 15" 


No. 1214 
3 Lights 
Length 14" Spread Overall 16" 


No. 1215 

5 Lights 
Lights controlled by triple action switch in- 
serted in bottom knob controlling 2 lights, 
3 lights or 5 lights simultaneously. 


Length 40" Spread Overall 20" 


No. 1216 
5 Lights 
Length 14!/" Spread Overall 20 


No. 1218 
3 Lights 
Length 13!/," Spread Overall 15" 


These fixtures are finished in English Bronze 
and Gold or Empire White and Gold 
equipped with straw color glass shades. 


Note: When ordering please state finish 
desired. 
















No. 1211 


No. 1214 






No. 1215 


No, 1213 





No. 1291 
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No. 1292 


No. 1293 


Back 5" Dia. 


Length 12!/" 


Length 40" 


Length 16!/" 





No. 1291 


| Light Bracket 


Extends 7" 


No. 1292 
| Light 
Spread Overall 734" 


No. 1293 
3 Lights 
Spread Overall 16" 


No. 1294 
3 Lights 
Spread Overall 16" 


No. 1295 
5 Lights 


Lights controlled by triple action switch in- 


serted in bottom knob controlling 2 lights, 


3 lights or 5 lights simultaneously. 


Length 40" 


shades. 


Spread Overall 20" 


No. 1296 
5 Lights 
Spread Overall 20" 


No. 1297 
| Light 
Spread Overall 8" 


These fixtures are finished in English Bronze 
and Gold or 
equipped with mellow tan textolite plastic 


Empire White and Gold, 


Note: When ordering please state finish 


desired. 






No. 1161 
| Light Bracket 
Back 5" dia. Extends 7' 


No. 1163 
3 Lights 
Length 40" Spread Overall 17" 


No. 1164 
3 Lights 
Length 14" Spread Overall 17" 


No. 1165 

5 Lights 
Lights controlled by triple action switch in- 
serted in bottom knob controlling 2 lights, 


3 lights or 5 lights simultaneously. 


Length 40" Spread Overall 20" 


No. 1166 
5 Lights 
Length |8" Spread Overall 20" 


No. 1169 
| Light 
Spread Overall 9" 


These fixtures are finished in English Bronze 
and Chromium or Empire White and Gold, 
equipped with champagne cased glass 
shades. 


te: When ordering please state finish 


desired. 





No. 1161 






No. 1163 


No. 1165 


No. 1164 


No. 1166 





ww 


No. 1169 





No. 1281 





No. 1282 









No. 1285 





No. 1286 





No. 1284 


No. 1283 









YW No. 1287 





No. 1281 
| Light Bracket 
Back 3'/4"" x 6" Extends 8' 


No. 1282 
| Light 
Length 12!/," Spread Overall 734" 


No. 1283 
3 Lights 
Length 40'' Spread Overall 16" 


No. 1284 
3 Lights 
Spread Overall 16" 


No. 1285 

5 Lights 
Lights controlled by triple action switch in- 
serted in bottom knob controlling 2 lights, 
3 lights or 5 lights simultaneously. 


Length 40" Spread Overall 21" 


No. 1286 
5 Lights 
Length 17" Spread Overall 21" 


No. 1287 
| Light 
Spread Overall 8" 


These fixtures are finished in English Bronze 
and Gold or Empire White and Gold 
equipped with straw color glass shades. 


Note: When ordering please state 
desired. 





No. [151 
| Light Bracket 


" dia. Extends 7!/2"' 


No. 1152 
| Light 


Length | 1" Spread Overall 8” 


No. 1153 
3 Lights 


Length 40" Spread Overall 17" 


No. 1154 
3 Lights 


Length 17" Spread Overall 17" 


No. 1155 
5 Lights 


Lights controlled by triple action switch in- 


serted in bottom knob controlling 2 lights, 


3 lights or 5 lights simultaneously. 


Length 40" Spread Overall 20" 


No. 1156 
5 Lights 


Length 17" Spread Overall 21" 


No. 1157 
3. Lights 


Spread Overall 16" 


No. 1159 
| Light 
Length 36' Spread Overall 10!/ 


These fixtures are finished in English Bronze 


and Gold or Empire White and Gold, 
equipped with Monax color fluted glass 
shades. 


Note: When ordering please state finish 


desired. 

















. 
No. 1151 
LIS 


No. 1157 


No. 1159 


No. 1154 


No. 1153 + 


No, 1156 


No. 215 No. 212 


5 Lights 2 Light Bracket 


Length 40" Spread Overall 19" Back 5" dia. Spread 9" 
Also made in Semi-Ceiling. When order- Also made in | Light. When ordering 
ing please specify No. 216. please specify No. 211. 
Length 17" Spread Overall 20" Back 5" dia. Extends 6" 
No. 217 No. 265 
ikon 5 Lights 
Spread Overall 8" Length 40" Spread Overall 19" 
Also made in Semi-Ceiling. When ordering 
No. 261 please specify No. 266. 
| Light Bracket Length 17" Spread Overall 19" 
Back 5" dia. Extends 7" ; 
No. 213 
3 Lights 
Spread Overall 13" 
are finished in chromium and gold, empire bronze and chromium 
or empire white and gold 


215 and 217 are equipped with straw color glass shades 


0. 212 and center balls on Nos. 213 and 215 are made of black china 


with gold highlights 


Length 32" 


Nos. 261 and 265 are equipped with French satin coral white glass shades 
L . fad a? . i 
ote: When ordering please state finish desired 





No. 231 No. 210 
| Light Bracket | Light 
Back 5!/,"" dia. Extends 7" Depth 4" Spread Overall 7!/," 


No. 233 No. 214 
3 Lights 3 Lights 
Length 40" Spread Overall 17" Length 9" Spread Overall 10" 


No. 235 No. 230 
5 Lights | Light 
Length 40" Spread Overall 21" Length II" Spread Overall 8" 


These fixtures are finished in chromium and gold, empire bronze and chromium 
or empire white and gold 
This line is equipped with straw color glass shades 
Center disc on No. 23! and center balls on Nos. 233 and 235 are made of 
black china with gold highlights 
Note: When ordering please state finish desired 
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No. 231 No. 234 
| Light Bracket 3 Lights 
Back 5!/5"" dia. Extends 7" Length 16" Spread Overall 17" 
No. 239 No. 236 
| Light 5 Lights 
Length 36" Spread Overall 8" Length 17" Spread Overall 21" 


These fixtures are finished in chromium and gold, Empire bronze and chromium 
or Empire white and gold 


This line is equipped with straw color glass shades 


Center disc on No. 231 and center balls on Nos. 234 and 236 are made of 
black china with gold highlights 


Note: When ordering please state finish desired 

















Study and Reading 


Ideally suited to the visual tasks of study 
and reading the Globe Lighting Control 
Fixture permits the performance of these 
tasks without unnecessary strain to eyes 
or nervous system. With the use of the 
efficient center light spreading an even 
light downward over the working area 
making study possible under the most 
comfortable conditions. 


General Illumination 


For illuminating the entire room no fix- 
ture is more efficient than the Globe 
Lighting Control Fixture. With all lights 
open there is an assurance of complete 
yet comfortable illumination. It creates 
no dark areas nor excessively bright spots 


to put unnecessary strain upon the eyes. 


Dining 
With the downward light beaming directly upon the 
table and the five outside lights illuminating the entire 
room, the family dines in perfectly lighted surroundings. 
Correct lighting is an important factor in the enjoyment 


of any meal. 





The Globe 
Lighting Control Fixture 


is efficiently equipped to give both diffused and reflected 
light of highly superior illumination. In the center is a diffus 
ing glass of flashed opal which diffuses the light from a 100 
or 150 watt Mazda lamp. This fixture is equipped with a 
porcelain socket and controlled by a 4 way action switch at 
the side of the fixture. There are five outside lights encased 
in high quality cased glass of a straw-tinted texture employ 
ing 25 or 40 watt lamps to provide a rich mellow light 
entirely free from glare. The Lighting Control Fixture i: 
finished 


in English Bronze and Chromium. 








Four Way Switch Control 





| turn - - - - Table reflector only. 

Zan Saas Outside lights, plus table reflector. 
3 turns - - - Outside lights only. 

4 tucns - - - All lights out. 


For companion pieces see pages 26 and 27 
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No. 279 No. 347 


2 Lights r 5 Lights : 
Length 6" Spread Overall 9" Length 19 Spread Overall 22 
Also made in 3 Lights. When ordering please 
specify No. 344. 
Length 17!/" Spread Overall 16" 


No. 346 


5 x 2 Lights 
Bottom lights controlled by triple action switch 
inserted in bottom knob also controlling outer 5 
lights or 7 lights simultaneously. 
Length 40" Spread Overall 22" 


These fixtures are finished in bronze and chromium or empire white and gold 
This line is equipped with straw color glassware 
Note: When ordering please state finish desired 


1: 





No. 342 





No. 341 No. 342 


| Light Bracket 2 Light Bracket 
Back 13" x 4l/," Extends 8” Back 13" x 4l/," Spread 12" 


No. 345 


5 Lights 

Lights controlled by triple action switch inserted 
in bottom knob controlling 2 lights, 3 lights, or 
5 lights simultaneously. 

Length 40" Spread Overall 22" 
Also made in 6 Lights. When ordering please 
specify No. 348. 

Length 40" Spread Overall 27" 


These fixtures are finished in bronze and chromium or empire white and gold 
This line is equipped with straw color glassware 
Note: When ordering please state finish desired 


ni 








No. 952 


No. 956 


No. 957 


No. 952 


Spreac 


No. 955 


Length 12" 


No. 951 No. 956 
| Light Bracket 5 Lights 
Back 5!/4"' dia. xtends 5° r 


No. 957 No. 955 
5 Lights 5 Lights 
Spread Overall 19" Length 40" Spread Overall 19 -ength 32 


These fixtures are finished in Colonial Brass, Antique Bronze or Pewter. 
Note: When ordering ple state finish 
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No. 350 


| Light 
Spread Overall ||" 


No. 353 

3 Lights 
Length 40" Spread Overall 18" Length 32" 
Also made in Semi-Ceiling. When ordering please 


specify No. 354. 
Length 18" Spread Overall 18" 


No. 356 


5 x 2 Lights 
Bottom lights controlled by triple action switch 
inserted in bottom knob also controlling outer 5 


lights or 7 lights simultaneously. 
Length 40" Spread Overall 22” 


These fixtures are finished in walnut and chromium, English bronze and chromium 
or Empire white and gold 


This line is equipped with straw color glassware 
Note: When ordering please state finish desired 








No. 351 No. 357 


| Light Bracket 5 Lights 
Back 51/4" dia. Extends 7" Length 18" Spread Overall 22" 


No. 355 


5 Lights 

Lights controlled by triple action switch inserted in 
bottom knob controlling 2 lights, 3 lights, or 5 
lights simultaneously. 

Length 40" Spread Overall 22" 
Also made in 6 Lights. When ordering please 
specify No. 358. 

Length 40" Spread Overall 27" 


These fixtures are finished in walnut and chromium, English bronze and 
chromium or empire white and gold 


This line is equipped with straw color glassware 
Note: When ordering please state finish desired 
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*No. 470 


2 Lights 


Spread 


No. 475 
5 Lights 
by triple 


ts simul 


Length 40' 


~ | ‘ 
Chromium 


White and 





No. 151 No. 153 
| Light Bracket 3 Lights 
Length 36' Spread Overall ||" Back 5145" dia. Extends 7!/5"' Length 40" e6 


No. 155 No. 156 No. 157 
5 Lights 5 Lights 5 x | Light: 
Lights controlled by triple action switch B' Spread Overall 20" Bottom lights controlled by triple action 


inserted in bottom knob controlling 2 switch inse 


lights, 3 lights, or 5 lights simultaneously. 
Length 40" Spread Overall 20" 


outer 5 liahts 


These fixtures are finished in Satin Bronze and Chromium or Empire White 
with Habana Tan glassware. 


Note: When ordering please state finish desired. 
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No. 364 No. 340 
3 Lights | Light 
Length 15" Spread Overall 15!/" Length 36" Spread Overall 8!/," 
No. 363 
3 Lights 
Length 40" Spread Overall 15!/," 


These fixtures are finished in Bronze and Chromium, center column, top and bottom spinnings 
in walnut or Wayne white and gold 


This line is equipped with straw color glass shades 


Note: When ordering please state finish desired 


No. 364 








No. 361 No. 366 


| Light Bracket 5 Lights 
Back 5" dia. Extends 6l/," Length 17" Spread Overall 21" 


No. 365 


5 Lights 
Lights controlled by triple action switch inserted in bottom knob 
controlling 2 lights, 3 lights, or 5 lights simultaneously. 
Length 40" Spread Overall 21" 


These fixtures are finished in Bronze and Chromium, center column, top and bottom spinnings 
in walnut or Wayne white and gold 


This line is equipped with straw color glass shades 
Note: When ordering please state finish desired 
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No. 1251 
Light Bracket Indirect 
Extends 7'"' 


No. 1252 
| Light Indirect 
Adaptable for 100-Watt Lamp 
Finished in Ivory with chromium highlights, 


green with chromium highlights or black 


with chromium highlights. 


Depth 9" Spread Overall 10" 


No. 1255 
5 Lights Indirect 
Lights controlled by triple action switch in- 


serted in bottom knob controlling 2 lights, 


3 lights or 5 lights simultaneously. 


Length 40" Spread Overall 20" 


No. 1277 
4 Lights Semi-Indirect 
Equipped with diffusing flashed opal glass. 
Filigree lined with brown mica. 


Length 40" Spread Overall 15!/" 


Nos. 1251, 1255 and 1277 are finished in 
English Bronze and Gold or Empire White 
and Gold. 


Note: Wher ordering please state finish 


desired. 





No. 1271 
| Light Bracket Indirect 
Width 8" x 9!/" Extends 4" 


No. 1273 
3 Lights Indirect 
Length 15" Spread Overall 1|1!/." 


No. 1274 
3 Lights Semi-Indirect 
Equipped with diffusing flashed opal gl 


Length 15" Spread Overall I1!/" 


No. 1275 
4 Lights Indirect 
Length 40" Spread Overall 15!/2"" 


No. 1276 
4 Lights Semi-Indirect 


Equipped with diffusing flashed opal glass. 
Length 40" Spread Overall | 


fixtures are finished in English Bronze 


and Gold or Empire White and Gold. 


When ordering please state 


desired. 





No. 1274 








No. 279 No. 270 
2 Lights | Light 
Depth 6" Spread Overall 9" Length 32" Spread Overall 8" 
*No. 271 *No. 273 
| Light Bracket 3 Lights 
Back 5: xeg) Extends 7" Length 40” Spread Overall 17" 


These fixtures are finished in bronze and chromium 
“Nos. 271 and 273 are also finished in Empire white and gold 
This line is equipped with straw color glassware 


Note: When ordering please state finish desired 





No. 276 





*No. 271 No. 276 
| Light Bracket 5 Lights 
BOCKs oO mexXt9 | Extends 7" Length 15" Spread Overall 21" 
*No. 274 No. 275 
3 Lights 5 Lights 
Length 14" Spread Overall 17" Lights controlled by triple action switch inserted 


in bottom: knob controlling 2 lights, 3 lights or 
5 lights simultaneously. 
Length 40" Spread Overall 21" 


These fixtures are finished in bronze and chromium 
*Nos. 271 and 274 are also finished in Empire white and gold 
This line is equipped with straw color glass shades 


Note: When ordering please state finish desired 
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No. 1170 
lelaaht 
Length 32" Spread Overall 9" 


No. 117] 
| Light Bracket 
Back 4 exe Extends 7'' 


No. 1173 
3 Lights 
Length 40" Spread Overall 16" 


No. 1174 
3 Lights 
Spread Overall 16" 


No. 1175 
No. 1175 5 Lights 


Lights controlled by triple action switch in- 
serted in bottom knob controlling 2 lights, 







3 lights or 5 lights simultaneously. 

Length 40" Spread Overall 20" 
w 

No. 1170 





No. 1176 
tye 
Spread Overall 20” 


These fixtures are finished in Satin Bronze 
and Chromium or Empire White and Gold, 


equipped with champagne cased glass 
shades. 


: When orderin lease state finish 
desi 
No. 1176 


No. 1173 





| Light Bracket 
Back 6!/" x 8l/," 





No. 393 


3 Lights 
Spread Overall 19" Length 36" Spread Overall. 15" 
No. 397 
Sie lee eights 
Extends 6!/>" Center light controlled by triple action switch in- 


serted in bottom knob also controlling outer 5 
lights or 6 lights simultaneously. 


Length 40" Spread Overall 19" 


These fixtures are finished in polished silver with Empire white and gold parts 


or burnished gold with walnut parts 
* No. 391 is also finished in Empire white and gold 
This line is equipped with Pearl effect glassware 
Note: When ordering please state finish desired 
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*No. 391 


| Light Bracket 
Back 6l/5' x 81/5" Extends 6!/5"' 


No. 395 

5 Lights 
Lights controlled by triple action switch inserted in 
bottom knob controlling 2 lights, 3 lights or 5 lights 
simultaneously. 


Length 40" Spread Overall 19" 


Length 16" 


Length 14" 





No. 396 
5 Lights 





Spread Overall 19" 


*No. 393C 


3 Lights 


These fixtures are finished in polished silver with Empire white and gold parts 
or burnished gold with walnut parts 
* Nos. 391 and 393C are also finished in Empire white and gold 


This line is equipped with Pearl effect glass shades 
Note: When ordering please state finish desired 


Spread Overall 15" 





<r 





*No. 221 No. 226 
| Light Bracket 5 Lights 
Backs5anxege Extends 7" Length 15" Spread Overall 18” 
No. 225 *No. 224 
5 Lights 3 Lights 
Length 40" Spread Overall 18" Length |5" Spread Overall 15" 


These fixtures are finished in bronze plated or polished pewter 
* Nos. 221 and 224 are also finished in ivory with touch of color 
This line is equipped with pearltone glassware 


Note: When ordering please state finish desired 
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No. 228 *No. 223 


5 x | Lights 3 Lights 
Length 16" Spread Overall 18" Length 40" Spread Overall 15” 


No. 227 


5 x | Lights 
Bottom light controlled by triple action switch in 
tassel also controlling outer 5 lights or 6 lights 
simultaneously. 


Length 40" Spread Overall 18" 


These fixtures are finished in bronze plated or polished pewter 
* No. 223 is also finished in ivory with touch of color 
This line is equipped with pearltone glassware 
Note: When ordering please state finish desired 








No. 463 No. 468 


Plan View 3 Lights 
Length 12" Spread Overall 14" 
Standard Package—Six 


No. 466 
5 Lights 
Length 40" Spread Overall 17" 
Standard Package—Six 


These fixtures are finished in bronze and black plated, pewter and black plated, 
toned ivory or antique gold. Center effects finished in marble colors to match 


Note: When ordering please state finish desired 








No. 461 No. 463 No. 460 
| Light Bracket 3 Lights | Light 
Back 4!/."" x 91/." Extends 4" Depth 4" Spread Overall 14" Depth 4" Spread Overall 8!/," 
Standard Package—Ten Standard Package—Nine Standard Package—Twelve 
No. 464 No. 465 No. 462 
2 Lights 5 Lights 2 Light Bracket 
Depth 4" Spread Overall 13!/,"' Depth 4" Spread Overall 17" Back 7!/." x 10" Spread 3!/," 
Standard Package—Twelve Standard Package—Six Standard Package—Six 


These fixtures are finished in bronze and black plated, pewter and black plated, 
toned ivory or antique gold. Center effects finished in marble colors to match 


Note: When ordering please state finish desired 





Side View 





No. 191 No. 197 


| Light Bracket 5 x | Lights 
Finish: Satin Silver Finish: Bronze Plated and Chromium Discs 

Equipped with crystal satin white glass shade. Equipped with honeytone glassware. 
Also finished in bronze plated. Equipped with Also finished in satin silver and bronze discs. 
honeytone glass shade. Equipped with crystal satin white glassware. 

Filigree lined with brown mica Length I7" Spread Overall 18" 
Back 5!I/"" x 1034" Extends 5" 

No. 196 
5 x | Lights 


Finish: Satin Silver and Bronze Discs. 

Equipped with crystal satin white glassware. 

Also finished in bronze plated and chromium discs. 
Equipped with honeytone glassware. Lights controlled by 
triple action switch inserted in bottom knob. 

Length 40" Spread Overall !8" 


Note: When ordering please state finish and color of glass desired 
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No. 191 Mont o7 
| Light Bracket 5 x 2 Lights 
Finish: Satin Silver Finish: Satin Silver and Bronze Discs 
Equipped with crystal satin white glass shade. Equipped with crystal satin white glassware. 
Also finished in bronze plated. Equipped with Also finished in bronze plated and chromium discs. 
honeytone glass shade. Equipped with honeytone glassware. 
Filigree lined with brown mica. Length 18" Spread Overall 18" 
Back 5!" x 1034" Extends 5" 


No. 198 
5 x 2 Lights 
Finish: Satin Silver and Bronze Discs 

Equipped with crystal satin white glassware. 
Also finished in bronze plated and chromium discs. Equipped with 
honeytone glassware. Bottom lights controlled by triple action switch 
inserted in bottom knob also controlling outer 5 lights or 7 lights 
simultaneously. 


Length 40" Spread Overall 18" 


Note: When ordering please state finish and color of glass desired 


No. 191 
wl Side View 








No. 796 
5 Lights 
Finish: Bronze and Black Plated 
Equipped with amber shaded glass shades. 
Also finished in pewter and black plated. Equipped 
with crystal satin white glass shades. 
Length 12" Spread Overall 19" 


No. 792 
2 Lights 
Finish: Bronze and Black Plated 
Equipped with amber shaded glass shades. 
Also finished in pewter and black plated. Equipped 
with crystal satin white glass shades. 
Length 36" Spread Overall 15" 


Note: When ordering please state finish-and co 


CLObP 





No. 790 


| Light 
Finish: Bronze and Black Plated 
Equipped with amber shaded glass shades. 
Also finished in pewter and black plated. Equipped 
with crystal satin white glass shades. 
Length 36" Spread Overall 6!/,"' 


No. 793 
3 Lights 
Finish: Bronze and Black Plated 
Equipped with amber shaded glass shades. 
Also finished in pewter and black plated. Equipped 
with crystal satin white glass shades. 
Length 40" Spread Overall 15" 


lor of glass desired 
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No. 791 No. 794 
| Light Bracket 3 Lights 
Finish: Pewter and Black Finish: lvory or Bronze and Black Plated 
Equipped with crystal satin white glass shade. Equipped with amber shaded glass shades. 
Also finished in bronze and black plated or ivory. Also finished in pewter and black plated. Equipped 
Equipped with amber shaded glass shade. with crystal satin white glass shades. 
Back 3!/," x 9" Extends 3!/," Length 10" Spread Overall 15" 
No. 795 
5 Lights 


Finish: Bronze and Black Plated 
Equipped with amber shaded glass shades. 
Also finished in pewter and black plated. Equipped 
with crystal satin white glass shades. 
Length 40" Spread Overall 19" 


Note: When ordering please state finish and color of glass desired 


TET eCteT cr... re 
7 Await at oir RRs,” 
Wy 
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No. 795 





No. 4082 


2 Lights 
Finish: lvory Polychrome 
Equipped with green or rose color 


glass shades. 


Depth 7" Spread Overall 15" 


No. 4081 
| Light Bracket 


No. 


No. 4081 


No. 4085 
5 Lights 
Finish: Bronze and Black Plated, Cadmo 
Silver or Old Gold 
Equipped with champagne color glass 
shades. 
Depth 91/5” 13” 


Spread Overall 


Finish: Bronze and Black Plated, Cadmo Silver 


Old Gold or Ivory Polychrome 


Equipped with rose or green color glass shades. 
Extends 4" 


Back 5I/." x 12" 


Note: When crdering please state finish and color of glass de: 


@ 


glass shades. 
Length 9" 





4085 


No. 4084 





No. 4083 


3 Lights 
Finish: lvory Polychrome 
Equipped with rose or green color 
glass shades. 


Depth 8" Spread Overall 15" 


No. 4084 
2 Lights 


Finish: Ivory Polychrome 
Equipped with 


champagne, rose or green color 


Spread Overall 10" 


ired 
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No. 781 No. 789 
| Light Bracket 5 Lights 
Finish: Satin Silver Finish: Satin Silver and Chromium, 
Equipped with crystal satin white glass shade. 


center discs Copper 
Equipped with crystal satin white glass shades. 
Also finished in bronze plated and chromium. 


Also finished in bronze plated. Equipped with 
honeytone glass shade. 


Filigree lined with brown mica. 


3 Equipped with honeytone glass shades. 
Back 5I/." x 91/," Extends 5" Filigree lined with brown mica. 
Length 18" Spread Overall 19" 
No. 787 
5 Lights 


Finish: Satin Silver and Chromium, center discs Copper 
Equipped with crystal satin white glass shades. 
Also finished in bronze plated and chromium. Equipped with honey- 
tone glass shades. Lights controlled by triple action switch inserted 
in bottom ring controlling 2 lights, 3 lights or 5 lights simultaneously. 
Length 40 Spread Overall 19" 


Note: When ordering please state finish and color of glass desired 





No. 6088 


3 lights 
Finish: Forged Iron Effect 
Equipped with clear crystal or rich amber hobnail 


glass shades. 
Length 15" Spread Overall 12" 


No. 6084 
2 Lights 
Finish: Forged Iron Effect 
Equipped with clear crystal or rich amber hobnail 


glass shades. 
Length 36" Spread Overall 11" 


No. 6083 





No. 6087 


| Light 
Finish: Forged Iron Effect 
Equipped with clear crystal or rich amber hobnail 


glass shades. 
Length 36" Spread Overall 6!/," 


No. 6083 
3 Lights 
Finish: Forged lron Effect 
Equipped with clear crystal or rich amber hobnail 


glass shades. 
Length 36" Spread Overall ||" 


Note: When ordering please state finish and color of glass desired 
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No. 6081 No. 6082 
| Light Bracket 2 Light Bracket 
Finish: Forged Iron Effect Finish: Forged Iron Effect 

Equipped with clear crystal or rich amber hobnail Equipped with clear crystal or rich amber hobnail 

glass shade. glass shades. 

Backes xe Extends 7" Backs 5 axa |(Om Spread Overall 10" 
No. 6085 
5 Lights 


Finish: Forged Iron Effect 
Equipped with clear crystal or rich amber hobnail 
glass shades. 
Length 40" Spread Overall 20” 
Also made in Semi-Ceiling. When ordering please 
specity No. 6086. 
Length 17" Spread Overall 19" 








u 
No. 4071 


No. 4075 


No. 4071 


No. 4077 





No. 4077 


Finish: Bronze and Black Plated, Cadmo Silver or 2 Lights 
Old Gold. Finish: Bronze and Black Plated, Cadmo Silver or 
Equipped with champagne color glass shades. Old Gold. 
Back 5'/>" x 12" Eytondan4 Equipped with champagne color glass shades. 
Length 10" Spread Overall 13" 
No. 4075 
5 Lights 
Finish: Bronze and Black Plated, Cadmo Silver or 
Old Gold 
Equipped with champagne color glass shades. 
Length 40" Spread Overall 18" 
Note: When ordering please state finish desired 
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No. 4070!/, No. 4074 
| Light 3 Lights 
Finish: Bronze and Black Plated, Cadmo Silver or Finish: Bronze and Black Plated, Cadmo Silver or 
Old Gold Old Gold 
Also made in Ivory Polychrome Equipped with champagne color glass shades. 
Length 21," Diameter 6" Length 10" Spread Overall 15" 
No. 4073 
3 Lights 
Finish: Bronze and Black Plated, Cadmo Silver or 
Old Gold 
Equipped with champagne color glass shades. 
Length 40" Spread Overall 15" 


Note: Whea ordering please state finish desired 


No. 4070% 
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No. 4073 








No. 4076 


No. 4072 No. 4070 





No. 4076 
5 Lights 
Finish: Bronze and Black Plated, Cadmo Silver or 
Old Gold. 
Equipped with champagne color glass shades. 
Length 12" Spread Overall 18" 
No. 4072 No. 4070 
2 Lights | Light 
Finish: Bronze and Black Plated; Cadmo Silver or Finish: Bronze and Black Plated, Cadmo Silver or 
Old Gold. Old Gold. 
Equipped with champagne color glass shades. Equipped with champagne color glass shades. 
Length 40" Spread Overall 14!/," Length 32" Spread Overall 8" 


Note: When ordering please state finish desired 
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Depth 3" 





e 
*No. 328 No. 327 
| Light 5 Lights 
Spread Overall 8" Length II" Spread Overall 16” 
Standard Package—Twelve Standard Package—Six 
No. 326 
5 Lights 
Length 40" Spread Overall 16" 


Standard Package—Six 


These fixtures are finished in bronze and black plated, pewter and black plated or antique gold 
Center effects finished in marble colors to match 
* No. 328 is also finished in toned ivory 
Note: When ordering please state finish desired 








No. 321 No. 322 No. 325 


| Light Bracket 2 Light Bracket 5 Lights 
Back 4" x 9I/," Extends 334" Back 4" x 10!/" Spread 8" Depth 3" Spread Overall 16’ 
Standard Package—Ten Standard Package—Six Standard Package—Six 


No. 323 No. 324- Oval No. 320 


3 Lights 2 Lights | Light 
Depth 3" Spread Overall 14" Depth 3" Spread Overall |2!/," Center part can also be made 
Standard Package—Nine Standard Package—Twelve in marble effect 
Depth 3" Spread Overall 8’ 


Standard Package—Twelve 


These fixtures are finished in bronze and black plated, pewter and black plated, toned 
ivory or antique gold. Center effects finished in marble colors to match 


Note: When ordering please state finish desired 
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No. 43] No. 437 
| Light Bracket 5 x 2 Lights 
Finish: Chromium 


Finish: Chromium 


Equipped with crystal satin white glass shade. Equipped with crystal satin white glassware. 


Also finished in English bronze. Equipped with 


Also finished in English bronze. Equipped with 
honeytone glass shade. honeytone glassware. 
Back 41/4," x 8" Extends 6" Length 14" Spread Overall 19" 
No. 438 
5 x 2 Lights 


Finish: Chromium 
Equipped with crystal satin white glassware. 
Also finished in English bronze. Equipped with 
honeytone glassware. Lights controlled by triple 
action switch inserted in bottom knob. 


Length 40" Spread Overall 19" 


Note: When ordering please state finish and color of glass 








No. 436 


5 Lights 
Finish: Chromium 
Equipped with crystal satin white glass shades. 
Also finished in English bronze. Equipped with 
honeytone glass shades. 
Length 14" Spread Overall 19" 


No. 434 
3 Lights 
Finish: Chromium 
Equipped with crystal satin white glass shades. 
Also finished in English bronze. Equipped with 
honeytone glass shades. 
Length 12" Spread Overall 13" 


No. 433 


3 Lights 
Finish: Chromium 
Equipped with crystal satin white glass shades. 
Also finished in English bronze. Equipped with 
honeytone glass shades. 
Length 36" Spread Overall 13" 


No. 435 
5 Lights 
Finish: Chromium 
Equipped with crystal satin white glass shades. 
Also finished in English bronze. Equipped with 
honeytone glass shades. 
Length 40" Spread Overall 19" 


Note: When ordering please state finish and color of glass desired 





No. 585 


| Light Bracket 
Finish: Pewter Plated 
Height 11'' Dia. of glass 5" Extends 7" 
Equipped with white crackled glass 
shade. Also made in copper plated 
with amber crackled glass shade. 


No. 597 
| Light Bracket 
Finish: Pewter and Copper Plated 
Height II" Width 6!/." 


Extends 41!/," 


Equipped with onyx color Catalin. 


Note: 


No. 585 


No. 596 


Length 32" 


No. 595 
| Light Bracket 

Finish: Copper Plated 
Height |1"' Extends 7!/5" 

Diameter of glass 5" 
Equipped with amber crackled 
glass shade. Also made in Pewter 
Plated equipped with white 


crackled glass shade. 


| Light 
Finish: Pewter Plated 
Diameter of glass 5" 
Equipped with white crackled glass 
shade. Also made in copper plated 
with amber crackled glass shade. 


Length 13" 


shade. 


No. 594 
| Light 
Finish: Copper Plated 
Diameter at top 7!/," 
Equipped with amber crackled 
glass shade. Also made in Pewter 
Plated equipped with white 
crackled glass shade. 





No. 589 


| Light 


Finish: Copper Plated 


Diameter of glass 5"' 


Equipped with amber crackled glass 
shade. Also made in pewter plated 
equipped with white crackled glass 


No. 592 
| Light Bracket 

Finish: Copper Plated 
Height 15" Extends 7" 

Diameter of glass 5!/." 
Equipped with amber frosted glass 
shade. Also made in _ Pewter 
Plated equipped with frosted 
glass shade. 


This entire outdoor line of lanterns and brackets is made of rustproof meta! 
Note: When ordering state finish and color of glass desired 





ta 


No. “ae / \ 


No. 4065 





No. 4061 No. 4062 
| Light Bracket 2 Light Bracket 
Finish: Old Gold Finish: Old Gold 
Backs 4 xa) Extends 5!/," Back! 4 exe (0) Spread 7!/,"' 
No. 4065 
5 Lights 
Finish: Old Gold 
Length 40" Spread Overall 16" 


Also made in candle type. When ordering 
please specify No. 4066. 
Length 40" Spread Overall 


6" 





No. 4069 
2 Lights 
Finish: Ivory Polychrome or Old Gold 

Length 3” Spread Overall 13" 

No. 4067 

5 Lights 
Finish: Old Gold 

Length 9" Spread Overall 16" 





No. 4064 
3 Lights 
Finish: Ivory Polychrome or Old Gold 
Length 3" Spread Overall 13!/" 
No. 4063 
3 Lights 
Finish: Old Gold 
Length 40" Spread Overall 13!/," 


Note: When ordering please state finish desired 


No. 4069 


No. 4067 


No. 4064 


No. 4063 








No. 40 


| Light Bracket 
Finish: Chromium 
Equipped with opaque white glass shade. 


sletel Zone pe: TP Extends 6" 
No. 49 
| Light Bracket 
Finish: Chromium 
Back 3!/g"" x 7" Extends 3" 





No. 38 
2 Lights | Light Bracket 


No. 43 


Finish: Chromium Finish: Chromium 
Equipped with crystal satin white glass Equipped with opaque white glass shade 
bowl. Back 434" x 8" Extends 5!/," 
Depth 7!/," Spread Overall 9" 


No. 41 No. 42 
| Light Bracket | Light Bracket 
Finish: Chromium 


Finish: Chromium 
Equipped with opaque white glass shade. Back 4!/."" x 8" Extends 3!/" 


Back 4"' x 10" Extends 3!/," 





GLOBE 
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No. 661 No. 669 
| Light Bracket 5 x | Lights 
Finish: Chromium, round disc Marble Effect Finish: English Bronze, top disc Onyx Effect 

Equipped with crystal satin white glass shade. Equipped with honeytone glassware. 
Also finished in English bronze, round disc onyx Also finished in chromium, top disc marble effect. 
effect. Equipped with honeytone glass shade. Equipped with crystal satin white glassware. 
Back'5" x 9" Extends 6!/." Length 12" Spread Overall 19" 
No. 666 
5 x | Lights 


Finish: Chromium, center stem Marble Effect 
Equipped with crystal satin white glassware. 
Also finished in English bronze, center stem onyx 
effect. Equipped with honeytone glassware. Lights 
controlled by triple action switch inserted in bot- 
tom knob. 

Length 40" Spread Overall 19" 


Note: When ordering please state finish and color of glass desired 








No. 252 
2 Lights 
Finish: Bronze Plated 
Equipped with honeytone glass shades. 
Also finished in polished silver. Equipped with 
French satin white glass shades. 
Filigree lined with brown mica. 


Length 12" Spread Overall 13" 


No. 251 
| Light Bracket 
Finish: Bronze Plated 
Equipped with honeytone glass shade. 
Also finished in polished silver. Equipped with 
French satin white glass shade. 


Back II" Extends 5!/." 


No. 256 


5 Lights 
Finish: Bronze Plated 
Equipped with honeytone glass shades. 
Also finished in polished silver. Equipped with 
French satin white glass shades. 
Length 16" Spread Overall 19" 


No. 255 
ee hights 
Finish: Bronze Plated 
Equipped with honeytone glass shades. 
Also finished in polished silver. Equipped with 
French satin white glass shades. 
Length 40" Spread Overall 19" 


Note: When ordering please state finish and color of glass desired 
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No. 254 
3 Lights 
Finish: Bronze Plated 
Equipped with honeytone glass shades. 
Also finished in polished silver. Equipped with 
French satin white glass shades. 
Filigree lined with brown mica. 

Length 12" Spread Overall 13" 


No. 257 
Se Xe Lights 
Finish: Bronze Plated 

Equipped with honeytone glassware. 
Also finished in polished silver. Equipped with 
French satin white glassware. Bottom light controlled 
by triple action switch in tassel also controlling 
outer 5 lights or 6 lights simultaneously. 
Length 40" Spread Overall 19" 








No. 258 
Bex il lrginis 
Finish: Bronze Plated 
Equipped with honeytone glassware. 
Also finished in polished silver. Equipped with 
French satin white glassware. 


Length 16" Spread Overall 19" 


No. 253 
3 Lights 
Finish: Bronze Plated 
Equipped with honeytone glass shades. 
Also finished in polished silver. Equipped with 
French satin white glass shades. 


Filigree lined with brown mica. 
Length 36" Spread Overall 12" 


Note: When ordering please state finish and color of glass desired 











No. 371 


| Light Bracket 
Finish: Bronze and Black Plated, Pewter and 
Black Plated or Ivory 
Equipped with Pearl effect glass shade. 
Back 5!/,"" x 9" Extends 4" 


No. 370 


| Light 
Finish: Bronze and Black Plated or Pewter 
and Black Plated 
Equipped with Pearl effect glass shades. 
Length 32" Spread Overall 6!/" 


No. 377 


3 Lights 
Finish: Bronze and Black Plated, Pewter and 
Black Plated or Ivory 
Equipped with Pearl effect glass shades. 
Length 10" Spread Overall 15" 


No. 375 


5 Lights 
Finish: Bronze and Black Plated or Pewter 
and Black Plated 
Equipped with Pearl effect glass shades. 
Length 40" Spread Overall 18!/." 


Note: When ordering please state finish desired 
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No. 371 No. 376 


| Light Bracket Sexe lights 
Finish: Bronze and Black Plated, Pewter and Finish: Bronze and Black Plated or Pewter and 
Black Plated or Ivory Black Plated 


Equipped with Pearl effect glass shade. Equipped with Pearl effect glassware. 
Backs 5) />exn os Extends 4" Length 12" Spread Overall |8!/," 


No. 378 
Sg |) Weis 
Finish: Bronze and Black Plated or Pewter and Black Plated 
Equipped with Pearl effect glassware. 
Center light controlled by triple action switch inserted in bottom 
knob also controlling outer 5 lights or 6 lights simultaneously. 
Length 40" Spread Overall 18!/." 


Note: When ordering please state finish desired 








No. 328 


| Light 
Finish: Bronze and Black Plated or Pewter 
and Black Plated 


Depth 3” Spread Overall 8" 
No. 373 
3 Lights 
Finish: Bronze and Black Plated or Pewter and 
Black Plated 
Equipped with Pearl effect glass shades. 
Length 40" Spread Overall 15" 


No. 379 


5 Lights 
Finish: Bronze and Black Plated or Pewter and 
Black Plated 
Equipped with Pearl effect glass shades. 
Length 12" Spread Overall 18!/," 
No. 374 
2 Lights 


Finish: Bronze and Black Plated, Pewter and 
Black Plated or Ivory 
Equipped with Pearl effect glass shades. 
Length 10" Spread Overall 15!/." 


Note: When ordering please state finish desired 
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No. 421 


| Light Bracket 
Finish: Chromium 
Equipped with crystal satin white glass shade. 
Also finished in English bronze. Equipped with 
champagne glass shade. 
Back 4!/" x 9" Extends 6" 


5 x | Lights 
Finish: Chromium 





No. 427 
5 x | Lights 
Finish: Chromium 
Equipped with crystal satin white glassware. 
Also finished in English bronze. Equipped with 
champagne glassware. 
Length 13" Spread Overall 20" 


Equipped with crystal satin white glassware. 


Also finished in English bronze. 


Equipped with 


champagne glassware. Lights controlled by triple 
action switch inserted in bottom knob. 


Length 40" 


Spread Overall 20" 


Note: When ordering please state finish and color of glass desired 








No. 426 
5 Lights 
Finish: Chromium 
Equipped with crystal satin white glass shades. 
Also finished in English bronze. Equipped with 
champagne glass shades. 
Length 13" Spread Overall 20" 


No. 424 
3 Lights 
Finish: Chromium 
Equipped with crystal satin white glass shades. 
Also finished in English bronze. Equipped with 
champagne glass shades. 
Length 12" Spread Overall 14" 


No. 423 


3 Lights 
Finish: Chromium 
Equipped with crystal satin white glass shades. 
Also finished in English bronze. Equipped with 
champagne glass shades. 
Length 36" Spread Overall 14” 


No. 425 
5 Lights 
Finish: Chromium 
Equipped with crystal satin white glass shades. 
Also finished in English bronze. Equipped with 


champagne glass shades. 
Length 40" Spread Overall 20” 


Note: When ordering please state finish and color of glass desired 
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No. 311 No. 312 No. 315 
| Light Bracket 2 Light Bracket 5 Lights 
Back 634" x 10!/."' Extends 3" Back 634" x 10I/," Spread 6" Depth 5!/." Spread Overall 14" 
No. 313 No. 314 - Oval No. 310 
3 Lights 2 Lights | Light 
Depth 5!/," Spread Overall 13" Depth 5!/,"" Spread Overall 7'' x 13" Depth 234," Spread Overall 8” 


These fixtures are finished in satin steel and black 


ml 
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No. 310 





No. 16] 
| Light Bracket 
Finish: Bronze and Black Plated or Ivory 
Equipped with amber shaded glass shade. 
Also finished in pewter and black plated. 


Equipped with crystal satin white glass 
shade. 
Backwsi/4a xn oe Extends 3!/,"' 
No. 162 
2 Lights 


Finish: Bronze and Black Plated or Ivory 
Equipped with amber shaded glass shades. 
Also finished in pewter and black plated. Equipped 


with crystal satin white glass shades. 
Depth 4" 


Spread Overall 15" 


No. 165 
5 Lights 
Finish: Bronze and Black Plated 
Equipped with amber shaded glass shades. 
Also finished in pewter and black plated. 


Equipped with crystal satin white glass 
shades. 
Depth 5" Spread Overall 19" 


No. 6002 





No. 163 

3 Lights 
Finish: Bronze and Black Plated or Ivory 
Equipped with amber shaded glass shades. 
Also finished in pewter and black plated. 


Equipped with crystal satin white glass. 
shades. 
Depth 4" Spread Overall 15" 
No. 6002 
2 Lights 


Finish: Bronze and Black Plated or Ivory 
Equipped with amber shaded glass. 
Also finished in pewter and black plated. Equipped 


with crystal satin white glass. 


Depth 6" 


Spread Overall 10" 


Note: When ordering please state finish and color of glass desired 
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No. 673 No. 676 
4 Lights 4 Lights 
Length 40" Spread Overall 14" Length 12!/," Spread Overall 14" 
No. 678 No. 674 
| Light 3 Lights 
Length 36" Spread Overall 6" Length 36" Spread Overall I!" 


These fixtures are finished in polished silver and black 


‘ No. 678 








No. 671 No. 672 


| Light Bracket 2 Light Bracket 
Back lil exies Extends 4" Back II" x 7” Spread 


No. 675 
5 Lights 
Length 40" Spread Overall 16" 
Also made in ceiling type. 


These fixtures are finished in polished silver and black 





*No. 701 *No. 709 
| Light Bracket 3 Lights 
: Extends 334"' Length 6" Spread Overall 14" 


No. 703 *No. 702 
3 Lights 2 Light Bracket 
controlled by an on-and-off pin Backaci/a exces Spread 8" 
i >d in tassel. Extends 3" 
Spread Overall 14" 


are finished in Antique Gold. 
finished in Toned Ivory. 
tate finish desired, 


Page 74 





t 
~~ 


CASTE. 
\ \ 









No. 700 


No. 707 


No. 708 *No. 704 


5 Lights 3 Lights 
Length 6" Spread Overall 17" Length II" Spread Overall !4'' 


No. 707 No. 705 
5 Lights 5 Lights 
Length ||" Spread Overall 17" Lights controlled by an on-and-off pin 
switch inserted in tassel. 
Length 40" 


These fixtures are finished in Antique Gold. 
*No. 704 is also finished in Toned Ivory. 
Note: When ordering please state finish desired. 





No. U-27 


No. U- 67 


For construction of Nos. U-25, U-27 and U-51 when made only 
3-way, see view of small figure shown on page /9%. 
For finishes, further description and prices, refer to 

page 80. 


*All of the above numbers may be had in 
bridge style as shown on page 77, 
see No. U-38. 





For construction of Nos. U-23 and U-57 when made 3-way, sec 
view of small figure shown on page 79. For 6-way con- 


struction see view of small figure shown on page 76. 


For finishes, further description and prices reter 


to page 80. 
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No. U-48 


For construction of Nos. U-21, U-22 and U-48 when made 3-way, 
see view of small figure shown on page 79. For finishes, 
further description and prices, refer to page 80. 


*No. U-22 may also be had in bridge style as 
shown on page 77, see No. U-38. 





No. U-22 


Page 79 


For construction of Nos. U-24, U-26 and U-30 when made 6-way 
see view of small figure shown on page 76. For finishes, 
further description and prices, refer to page 80. 


*Nos. U-26 and U-30 may also be had in bridge 
style as shown on page 77, see No. U-38. 


No. U-24 


No. U-46 





List Price List Price 














Item Page 
No. No. Lights Description Complete Less Shade 
U-3 76 3-way Indirect, supplied with iridescent glass reflector $24.75 
U-7 Vd, 3-way Indirect with metal reflector 21.75 
U-8 79 3-way Indirect, supplied with lucent toned glass reflector 71315 
U-9 78 3-way Indirect, supplied with lucent toned glass reflector 22.50 
U-21 78 6-way or 3-way 6-way equipped with green onyx base 33.00 $27.75 
: 6-way equipped with white onyx base 29,25 24.00 
3-way equipped with green onyx base 29.25 24.00 
3-way equipped with white onyx base 25.50 20.25 
U-22 78 6-way or 3-way 6-way equipped with green onyx base 30.75 26.25 
6-way equipped with white onyx base 27.00 22.50 
3-way equipped with green onyx base 27.00 22.50 
3-way equipped with white onyx base 25:2 18.75 
Bridge style with green onyx base 30.30 23925 
Bridge style with white onyx base 26.10 19.50 
U-23 77 6-way or 3-way 6-way 33.00 24:25 
3-way 22220 19.50 
U-24 79 6-way 26.25 18.75 
U-25 76 b-wayor3-way  6-way 26.25 18.75 
3-way 22.50 15.00 
Bridge style 23.70 15.75 
U-26 79 6-way or 3-way  6-way equipped with green onyx base 40.05 26.25 
6-way equipped with white onyx base 35.70 22.50 
3-way equipped with green onyx base 36.30 22.50 
3-way equipped with white onyx base 31295 18.75 
Bridge style with green onyx base 31.20 ye yde 
Bridge style with white onyx base 27.00 19.50 
U-27 76 6-way or 3-way —6-way 30.75 20.25 
3-way 27.00 Oe 
Bridge style 24.45 17.25 
U-30 79 3-way 22.50 15.00 
Bridge style 23.70 15.75 
Te ee eee 22.20 15.45 
U-46 79 3-way Indirect, combination of metal and lvo-Glo glass reflector 29.25 
U-47 77 3-way Indirect, supplied with lvo-Glo glass reflector 24.75 
U-48 78 6-way or 3-way 6-way 27.00 20.25 
3-way 2325 16.50 
U-5| 76 6-way or 3-way 6-way 32.25 20.25 
3-way 28.50 16.50 
Bridge style 24.45 17.25 
U-57 77 6-way or 3-way 6-way 36.00 23.25 
3-way 32:25 19.50 
U-58 78 3-way Indirect, supplied with lvo-Glo glass reflector 27.00 
U-67 76 3-way Indirect, supplied with lucent toned glass reflector 20.25 


Finishes: English Bronze and Gold or Empire White and Gold. 
All lamps are equipped with 3-way mogul sockets adaptable for 50-100-150 or 100-200-300 watt bulbs. 
First turn, |-light; second turn, 2-lights; third turn, 3-lights; fourth turn, lights out. 
6-way lamps, lights controlled by two individual switches for center reflector and outside candle lights. 
Lamps finished in English Bronze and Gold are supplied with champagne color silk shades. Lamps finished in 
Empire White and Gold are supplied with eggshell color silk shades. 
Size of shades except bridge styles, 19". Bridge size, 12”. 
There will be a packing charge of approximately 10% on orders for quantities of less than six lamps. No 
packing charge will be made on orders of six or more lamps. 
Note: When ordering please state finish and style desired. 
Prices Subject to Change Without Notice. 
All Prices Subject to Federal and State Taxes. 
No Merchandise Will Be Accepted For Return Without Written Authorization. 
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